Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 KADUNA 00507 081352Z 

46 

ACTION AF-06 

INFO OCT-01 ISO-OO EB-07 /014W 

130202 

R 081337Z AUG 75 
FM AMCONSUL KADUNA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3116 

UNCLAS KADUNA 0507 

E.O. 11652: N/A 
TAGS: BBAK, BEXP, NI 

SUBJECT: U.S. MANUFACTURERS OF CEMENT PLANT MACHINERY 
REF: A) KADUNA 489: B) USDOC 12020 

1. NNDC WILL ATTEMPT PROVIDE US WITH COPY OF ARTICLE FROM 
FINANCIAL TIMES WHICH APPEARED IN ISSUE OF JUNE 26. 

2. NNDC INTERESTED IN FOLLOWING EQUIPMENT: 

KILN (ROTAFY TYPE IS MOST COMMONLY USED IN NIGERIA) 

CRUSHER 

CEMENT GRINDING PLANT 
PRECIPITATOR 

ALLIED ELECTRICAL EQUIPMENT 

PROJECTED SIZE OF PLANT IS 600,000 TONS/ANNUM BUT ATTRACTIVE 
PRICE MIGHT CAUSE NNDC TO OPT FOR LARGER OPERATION. NNDC IS 
NOT RPT NOT SEEKING TO ESTABLISH HIGHLY SOPHISTICATED, 

AUTOMATED OPERATION WHICH EMPLOYS A VERY LIMITED NUMBER OF HIGHLY 
SKILLED PEOPLE. TO QUOTE NNDC CONTACT, "WDNWOULD LIKE 
SOMETHING A BIT MORE PEDESTRIAN.' 1 

3. APPROPRIATE CONTACT AT NNDC IS MALLAM ABIDU YAZID, CONTROLLER 
OF OPERATIONS, NEW NIGERIA DEVELOPMENT CO., 18/19 AHMADU BELLO WAY, 
P.M.B. 2120, KADUNA, NIGERIA. 

BURKE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KADUNA00507 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750274-0760 
From: KADUNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750870/aaaacjzn.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 KADUNA 489 
Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 DEC 2002 by ReddocGW>; APPROVED <10 MAR 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. MANUFACTURERS OF CEMENT PLANT MACHINERY 
TAGS: BBAK, BEXP, Nl 
To: COM 
Type: TE 
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